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UNCLASSIFIED 

PAGE 01 ATHENS 06897 101421Z 
ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

027733 112115Z/46 

R 101218Z AUG 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 7174 
INFO AMEMBASSY TEHRAN 

UNCLAS ATHENS 6897 

DEPT FOR A/SY/OPS/T; TEHRAN FOR TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK THROUGH METAL DETECTORS 

REF: TEHRAN 7564 


Message Text 


1 . TSO/ATHENS HAS NO SUPPLY OF SENTRIE FS-2 METAL DETECTORS 
WE CAN SHIP TO MANAMA, BAHREIN. 

2. FOR A/SY/OPS/T: TSO/TEHRAN REQUESTS ONE SENTRIE FS-2 
DETECTOR SENT TO MANAMA PRIOR TO AUG 27. 


3. TSO/ATHENS SUGGESTS SY/T SHIP ONE AS REQUESTED, WITH ONE 
ADDITIONAL UNIT TO TSO/ATHENS ABOVE OUR ORIGINAL REQUEST FOR 
TWO. 


4. ADVISE ATHENS AND TEHRAN OF EXPECTED SHIPPING DATES. 
MCCLOSKEY 


UNCLASSIFIED 
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